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Casements and Frames, Composite Windows 

Hung at Side, to open Outwards 

„ „ „ „ „ Inwards 
Hung at Top, to open Outwards 
Hung at Bottom, to open Inwards . . 
Hung on Centres, to Swing Horizontally 
Hung Vertically on Centres 

Casements without Frames 

Hopper Lights 

,, Wings only 

Fixed Lights 

School Windows 

Casement Handles 

Casement Stays 

Spring Catches 

Double Fasteners, etc. 

Lead Lights 

Sash Bars 

Sashes 

Opening Gear 

Roof Lights, Lantern Lights and Skylights 

Photographs 
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PORTISHEAD POWER STATION 
Steel Sashes and Gearing. 
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"THE FRIARS," WINCHELSEA. 
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MAKERS OF 



Improved Air-Tight Show Cases with Metal Frames & D 



oors 



VICTORIA AND ALBERT MUSEUM 

SOUTH KENSINGTON. 






GOVERNMENT Bl [LDINGS, KIN 



STON, [AMAICA. 

I WlNDOl 
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CAVENDISH HOUSE, BRISTOL. 
Bronze Windows and Panels. 




DOWNING STREET, CAMBRIDGE. 

Casements. 



(^}N the opposite page we show some suggestions for 
preparing Stone, Brick, and Wood Openings to 
take Metal Windows. 



When customers are preparing their drawings we shall 
be pleased to send details so that their frames may be 
prepared in such a way that we can quote for the most 
economical and efficient sections to suit the particular 
requirements of the building. 
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APPLICATION OF METAL WINDOWS 
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lal windows m shown 
I m an opening 
■si outside and : 




on page 12 fixed to hollow brick wall* with 
pbster rendering inside. 
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COMPOSITE METAL WINDOWS 



I Ik- \\ indow - { .,,, | H - 

made of different size 

sections as shown on 

poeite. 

W can supply the 
section in Steel or 
Bronze Metal. 



\l II * 



These windows can be 
made to any size and 
arrangement of panels. 

The panels can he in 
one pane or divided 
with Tee bars into 
smaller panes or fitted 
with Leaded Lights. 
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COMPOSITE METAL WINDOWS 

Full size Sections for Windows shown on Page 10. 



HEAD 



HEAD 




Section showing 
Transom with 
Casement above 
and fixed light 
below. 





Section A 145. 



LjARD1NcR,j(JI\D IIP midland iron works 
BRISTOL 






COMPOSITE 



These sections are 
suitable for windows 
where all vents open 
outwards. 



WINDOWS 



The windows are 
made to customers' 
sizes and designs, and 
can be made of 
heavier sections when 
necessary. 




FULL-SIZE 
SECTIONS 



Alternative Wide Flange Frame. 



CILL. 
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Side-hung 

and 

Top-hung 

Casements 



The illustration shows 
Casements fitted with 
Leaded Lights. 
They can be made for 
one pane of glass or 
divided into any number 
of panes to take sheet 
glass. 
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HEAD 



Opening 
Outwards 

Guaranteed 
Watertight 



HEAD 




CILL 



CILL. 



A 156. A 157. 

Suitable for Casements up to 3 ft. 6 in high. Suitable for Casements up to 4 ft. 6 in. high. 

FULL-SIZE SECTIONS 
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Side-hung 
and 

Top-hung 
Casements 



The illustration shows 
Casements fitted with 
Leaded Lights. 
They can be made for 
one pane of glass or 
divided into any number 
of panes to take sheet 
glass. 



HEAD 



¥ 







Opening 
Outwards 

Guaranteed 
Watertight 



HEAD 




A 53 I). 
Suitable for Casements up 103 ft. 6 in. high. 



Section showing Casement with loose 

fixing fillets for fixing to 

grooved stonework. 



FULL-SIZE SECTIONS 
«4 



CILL 



A 53 K. 
Suitable for Casements up to 4 ft. hip 
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Side-hung 
and 

Top-hung 
Casements 



The illustration shows 
Casements fitted with 
Leaded Lights. 
They can be made for 
one pane of glass or 
divided into any number 
of panes to take sheet 
glass. 



HEAD 




a 



CILL 






















• 



















Hi 



' 



FULL-SIZE 
SECTIONS 
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Opening 
Outwards 

Guaranteed 
Watertight 



HEAD 




A 145. 

Suitable for Casements up to 5 ft. high. 



A 146. 

Suitable for Casements up to 6 ft. high. 
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Side-hung 
and 

Bottom-hung 
Casements 



The illustration shows 
Casements fitted with 
Leaded Lights. 

They can be made for 
one pane of glass or 
divided into any number 
of panes to take sheet 
glass. 



HEAD 









FULL-SIZE 

SECTIONS 



Opening 
Inwards 

Guaranteed 
Watertight 



HEAD 



CILL 




A I4(i. 
Suitable for Caiemenu up to 4 ft. 6 in. high. 
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Side-hung 
and 

Bottom-hung 
Casements 



The illustration shows 
Casements fitted with 
Leaded Lights. 
They can be made for 
one pane of glass or 
divided into any number 
of panes to take sheet 




Suitable for Casements 
up to 4 ft. 6 in. high. 
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Steel Casements only to hang to Wood Frames 

FULL-SIZE SECTIONS 



-r 



/ 1 


Ji 



4" 



FIXED LIGHTS 



J} 



FULL-SIZE SECTIONS 




Section B. Section D. Section H. Section K. Section L. 

Tin- above .ire Section- for Fixed Lights where a Steel Frame is required to match Opening C 
18 
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SWING CASEMENTS 

WITH 

Glazing Below 

as required for 

Churches, Schools, etc. 



The illustration shows a Casement prepared 
to take glazing below. 

The Leaded glazing below is glazed direct 
into the stonework. 
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SECTION A67F, FULL-SIZE 
'9 
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HOPPER CASEMENTS 

WITH 

WINGS TO GLAZE 

as required for 

Churches, Schools 

etc. 




Section A 68 B. 



Section A 884 . 
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Wrot 

Steel 

Hopper 

Wings 

Only 




For 

Wood 

Casements 



Section A 69. 





Section A 69 B. 



L 



Section A 69 E. 



FULL-SIZE SECTIONS 
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SCHOOL 
WINDOWS 



The illustration shows one of the 
most popular types of Steel Windows 
used for Schools. 

We shall be pleased to submit designs 
or quote to customers' own designs. 





Fixed Hopper Frames 
for Wood Sliding Sashes 
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CASEMENT HANDLES 




Handle - No. A 101 
Plate - - No. A 101 




Handle - No. A 102 
Plate - - No. A 115 




Handle & Plate 




Handle - No. A 109 
Plate - - No. A 109 




Handle - No. A 11 (J 

Plate - - No. A 107 




Handle - No. A 117 
Plate - - No. A 1 1 7 
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CASEMENT STAYS 
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SPRING CATCHES 







Improved Double Fasteners. 

Suitable for Casements 5 ft. high and upwards. 
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Improved Wrot Steel Mitre Joint Sashes 



Wrot Steel Sashes 
made to any size, 
shape or division 
of panes 




Ventilator hung on centres, and fitted with pullc 
and eves for Cords. 




A 131. 

lung at top, and fitted with 
push-out itay. 




A 132. 

Ventilator hung at bottom, and fitted with 

Quadrant Stops and Pulleys for Cords. 



For Illustrations of Spring Catches and Special Openers, see page 25. 
26 
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SASH SECTIONS 




F 8. F 9. 

i in. SECTIONS. 



F 3. F 37. 



if in. SECTIONS. 




F 18. F 19. 




Lock Joint 

Sashes 



F20. F 21. 

i in. SECTIONS. 



±_L 

F 48. F 49. 



Lin. SECTIONS. 
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Improved Wrought Steel Mitre Joint Sashes 
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A Wl. A 138. 

The above are illustrations of some of many types of Steel Window! 

sizes and requirements. 
28 



A 140. A 142. 

we make. They are made to customers' 
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Ornamental 

Metal 

Windows 



si [TABLE FOR 
MUNICIPAL 
BUILDINGS, 
HANKS, OFFICES, 
FTC. 




A 165. \ 166. 

Ornamental Doors tor Municipal Buildings, Hanks, Offices, etc. 

Design- • of requirements. 

29 



These m.ty K- Bade in Steel Of Bronze. 
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Windows for Hospital Theatre Rooms 
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The above is an illustration of special windows supplied by us for Operating Theatres. 
The Roof is constructed of Lead Covered Puttvless Glazing and the Vertical portion 
of Steel or Bronze Casements. 



Prices on receipt of sizes. 
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Steel Domes with Lead Lights in Bent Glass 




Special Designs submitted to suit Customers' 

requirements, or we shall be pleased to 

quote to Customers' own Designs. 



Flat Steel Laylight with Coloured Lead Lights 









A 169. 
3i 
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Roofs, Ventilators, and Dome Lights 




Ventilated Lantern Light. 




\ . f 1 1 il.it. d Lantern Lights, 

ivith In 

Ventilal 

Suitable foi Milliard 
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Opening Gear 
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Leaded Lights 

WE HAVE A SPECIAL DKl'ARTMENT 
at these Works for producing Lead Lights in 
order to save our Customers annoyance and 
trouble caused by arranging the sizes and 
position of Tie Bars with another Firm, and 
shall be pleased to quote Prices and send 
further designs on receipt of requirements. 
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WE ALSO MAKE A SPECIALITY OF HIGH-CLASS WROUGHT-IRON AND 
BRONZE ORNAMENTAL WORK OF EVERY DESCRIPTION. 

DESIGNS AND ESTIMATES SENT ON RECEIPT OF REQUIREMENTS. 
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